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PCB LAYERS: 
2 aes GND - 
9 ane SIGNAL 
4 eee VCC 
7 a_—ee=sne=eees GND 
3 
NOTES: 


1) ALL ICS GET A 0.4 UF CAP NEXT TO THEM. 


2) MIDOLE STIFFENEA BAR BAY BE MOVED VERTICALLY SLIGHTLY 
TO ACCOMOOATE IC ROWS. 


3) ORAM SIP ARRAY MUST HAVE A HOLE FOR A #4 SCREW JUST ‘ 
OUTSIDE EACH COANER FOR MOUNTING THE PROTECTIVE COVER. 


4) ALL SIGNALS PREFIXED WITH °EC_" OR "EC2_" 
MUST BE ECL ROUTED FROM THE CONNECTOR, TO THE ICS, 
ANO THEN TO THE TERMINATORS. - 


5S) IC ROW HEIGHTS ARE AS FOLLOWS: 
1.3°-6 H J 
1.4" ~ ALL OTHERS 5 


6) PUT 8, 5.0 UF CAPS NEXT TO THE DRAM ARRAY. 
7) PLACE @ - 82 UF DECOUPLING CAPS AS SHOWN. 
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